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UNCLASSIFIED POSS DUPE 
PAGE 01 LIMA 09009 111915Z 
63 

ACTION ARA-20 

INFO OCT-01 ISO-OO AID-20 CIAE-00 INR-10 NSAE-00 RSC-01 

EB-11 OMB-01 COME-OO TRSE-00 DRC-01 /065 W 

099276 

R 111451Z DEC 73 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 8075 

UNCLAS LIMA 9009 

FOR AID 

EO 11652: N/A 
TAGS: EAID, PE 

SUBJ: ANDEAN PACT; U.S. ASSISTANCE 
REF: LIMA 8914 

1. JUNTA APPROACHED REGIONAL INTEGRATION OFFICER IN- 
FORMALLY ABOUT POSSIBILITY OF PARTICIPANT TRAINING IN 
U.S. FOR A JUNTA OFFICIAL. A FORMAL REQUEST WILT. 

FOLLOW IF PROSPECTS FOR APPROVAL ARE GOOD. 

2. THE OFFICIAL IS CARLOS ALBERTO GARAY. A COLOMBIAN 
NATIONAL WHO IS A CHEMICAL ENGINEER WITH SOME BACKGROUND 
ALSO IN ECONOMICS. GARAY IS PRESENTLY DEEPLY INVOLVED 

IN PREPARATION OF THE PROGRAM PROPOSAL FOR THE PETRO- 
CHEMICAL INDUSTRY. PURPOSE OF PARTICIPANT TRAINING WOULD 
BE TO PREPARE HIM FOR KEY ADMINISTRATIVE PSOSITION DURING 
IMPLEMENATION OF THE PROGRAM. HE WOULD STUDY BUSINESS 
ADMINISTRATION AT U.S. UNIVERSITY FOR ONE YEAR 
STARTING SEPTEMBER 1974. 

3. COMMENT ON PROSPECTS FOR AID FINANCING OF SUCH A PROGRAM 
AND INSTRUCTION ON HOW TO RESPOND TO THIS INQUIRY WOULD 

BE APPRECIATED BY DECEMBER 19. 

BELCHER 

UNCLASSIFIED 
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